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Technical Specifications 


CJ 1400 TSS 


Model Pressure 

max PSI/OP PSI 

Cleaning 
Power 

Flow Rate 
max Gpm 

Electrical Rating 

V Hz 

1400TSS 1-«0/1 -01 5 

1300 

1.4 

120 60 


Packaging 

Packaging 



4 color glossy carton 

Packaging dimensions 



11,25 x 10 x H 23,25 in. 

Unit dimensions 



9,5 x 8,5 x 16,5 in. 

Gross weight 



23,6 lb 

Palette quantity 



72 pes 

40ft CTN quantity 



1 ,440 pes 



Description /Accessories 

Aluminum pump, with 3 stainless steel pistons, asynchronous motor 
(no brush), for continuous duty with thermal protection. Supplied with: 

• TSS Total Stop System: extend pump & motor life 

• Turbo Nozzle VORTEX 

• Trolley 

• Gun and hose about 20 ft 

• 36 Inch two piece lance with adjustable spray nozzle 

• Foaming nozzle with detergent bottle 



ftirbo noun "Vofte*" 


Optional 

• Fixed Brush 


Description /Advertising text 

Do-it-yourself cold water high pressure cleaner, max 1 .400 PSI with Total Stop System to extend the pump and 
motor life. Supplied with trolley for a more comfortable transport, lance and gun for high pressure working and a 
foaming nozzle with a detergent tank to spray soap. Equipped with two different lances, the Turbo Nozzle VORTEX 
to improve the washing power in case of stubborn dirt and an adjustable nozzle to be used in any washing 
situation. Ideal for garden cleaning, cars, motorcycles, tractors and boat washing. 
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